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ATHENS FOR OIC/TSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: REPAIR PARTS FOR 1975 FORD LTD 

1 . ON 6 /2/77, SUBJECT VEHICLE LOST ONE VALVE DUE 
TO ENGINE OVERHEATING. ENGINE CAUGHT FIRE BUT WAS 
EXTINGUISHED IMMEDIATELY. CAUSE WAS LACK OE WATER IN RADIATOR. 
NAMRU MECHANIC REQUESTS FOLLOWING REPAIR PARTS: 

A. OVERHAUL GASKET SET - COMPLETE 2 SETS 

B. TAPPET ASSY. 1 SET 

C. VALVES, INTAKE 8 EACH 

D. VALVES, EXHAUST 8 EACH 

E. SPARK PLUGS, AF52 2 SETS 

F. SPARK PLUG WIRE SET 2 SETS 

G. INTAKE WATER SWITCH 2 EACH 

H. OIL PRESSURE SWITCH 2 EACH 

I. WATER PUMP 1 EACH 

J. DISTRIBUTOR CAP 2 EACH 

K. WATER HOSE - RADIATOR - TOP - PREFORMED 2 EACH 

L. WATER HOSE - RADIATOR - BOTTOM - PREFORMED 

2 EACH 

M. FAN BELTS POWER STEERING 2 SETS 

N. EAN BELTS AIR CONDITIONING 2 SETS 
LIMITED OFFICIAL USE 
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PAGE 02 CAIRO 09436 061543Z 

O. EUEL PUMP 1 EACH 

P. WATER TEMPERATURE INDICATOR - DASH MTD 1 EACH 

2. REQUEST TSO EXEPDITE AND ADVISE SHIPPING DATA. 

EILTS 
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